and Pohhra
MORRISFLEX  Flexible Shaft  Equipment  is  unrivalled for Cutting, Filing, Grinding and Polishing components of Aluminium, Elektron, Non-Ferrous Alloys and  Ferrous  Metals ;   for rotary Sanding and Rasping.    Overhead   Suspension,  Bench  and   Floor types are available, and a large variety of REX Rotary Files and  Cutters, also rotary polishing  mops and felts, rasps and mounted points.    Fullest details will be sent on request. Write for illustrated literature.
See ajso our oc/vert/sements on pages cxv, cxxiii, cxll, cx//x and clxix.
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